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20 December 1984 


MEMORANDUM FOR: Department of State 
Research Council 


SUBJECT: Additional Information on Contractor 


Ref: Request for Department of State Clearance of 
Proposed Foreign Affairs Research Project 
(See attached) 
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performing 
appropriate to the task and that. the contractor has enough 
experience abroad to deal with any foreseeable problems that 


might arise during stays of this duration. While working for 
Zax] —— traveled on fact-finding missions tof 25X1 


and has the necessary language skills. | 
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